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Regan, Michael S [/o=ExchangeLabs/ou=Exchange Administrative Group 
(FYDIBOHF23SPDLT)/cn=Recipients/cn=be7cdffad666484fbbce36570340f33b-msregan] 
contactgov [/o=ExchangeLabs/ou=Exchange Administrative Group 

(FYDIBOHF23SPDLT)/cn=Recipients/cn=7ce8741105614afe8a8cc762547a4b2c-contactgov] 
Atlantic Coast Pipeline and NC 401 Water Quality Certification 


Dear Mr. Regan, 

Please do not grant the Atlantic Coast Pipeline its NC 401 Water Quality Certification. For many economic, 
environmental and social justice reasons, this pipeline is completely unjustified and will be dangerous, 
damaging and costly for North Carolina. Thank you for your time. 

Quincey Hyatt 
Angier, NC 



